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SUBJECT: COMPRESSED AIR ALARM CANISTERS 
NEW DELHI FOR RSO AND TSO, DACCA FOR PSO 
REF: NEW DELHI 3892 

PER REF TEL, FORTY-EIGHT COMPRESSED AIR ALARM CANISTERS 
FORWARDED TO DACCA. SY/T STOCK DEPLETED BY THIS SHIPMENT. 
SINCE CONTENTS UNDER PRESSURE, THESE CANISTERS HAD TO BE 
SHIPPED VIA SURFACE. SHIPPED MARCH 31, REGISTRATION 
NUMBERS 2780503 AND 504. INGERSOLL 
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